Worldwide Telephone Numbers 



Antigua 

Technical Support 1-800-799-3477 

Argentina 

Technical Support 0-810-555-5000 

Aruba 

Technical Support 800-8000: 877-219-8671 

Australia 

Technical Support +61 (3) 8877-8000 

Austria 

Technical Support 

Technischer Kundendienst +43 (0) 820-87-4417 

Bahamas 

Technical Support 1-800-799-3477 

Barbados 

Technical Support 1-800-796-9602 

Belgium 

Technical Support 

Dutch language 070-300-005 

French language 070-300-004 

Belize 

Technical Support 811:877 219 8671 

Bermuda 

Technical Support 1-800-799-3477 

Bolivia 

Technical Support Apoyo Tecnico +54-11-4708-1600 

Brasil 

Technical Support (toll free) 0800-55-64-04 

(local calls) (11) 5683-5400 
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British Virgin Islands 

Technical Support 



1-800-799-3477 



Canada 

Technical Support 

(For continuous quality improvement, calls may be monitored.) 

AssistanceTechnique 

(Afin de garantir une amelioration continue de la qualite, 

les appels peuvent etre enregistres ou suivis.) 905-206-4357 (local calls) 

1-800-OK COMPAQ 

Cayman Islands 

Technical Support 1-800-796-9602 

Chile 

Technical Support (toll free domestic only) 600-600-1122 

China 

Technical Support 86-10-6564-5959 

86-800-810-5959 

Colombia 

Technical Support Apoyo Tecnico (toll free) 01.800.091.9200 

(local calls) 606.9191 

Costa Rica 

Technical Support 0-800-0-1 10-629 

Curazao, Netherland Antillas 

Technical Support 1800 419.9604 

Denmark 

Technical Support Teknisk support +45 70202845 

Dominica 

Technical Support 1-800-799-3477 

Ecuador 

Technical Support Apoyo Tecnico (toll free) 999-119:877-219-8671 



El Salvador 

Technical Support 800-1785:877-219-8671 
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Finland 

Technical Support 0203-66-767 

France 

Technical Support 0892-69-60-22 

Germany 

Technical Support 

Technische Hotline +49 (0) 180-5652-180 

Greece 

Technical Support +30-10-60-73-603 

Grenada 

Technical Support 1-888-156-1625 

Guatemala 

Technical Support 99-99-190:877-219-8671 

Guyana 

Technical Support 877 288 2226 

Haiti 

Technical Support 183:877 219 8671 

Honduras 

Technical Support (800-0-123+) 1-800-711-2884 

Hong Kong 

Technical Support +85 (2) 3002-8555 

India 

Technical Support 1-600-1 12267 

Indonesia 

Technical Support +62 (21) 350-3408 

Ireland 

Technical Support 1890 92 39 02 

Israel 

Technical Support +972-(0)-9-8304848 



4 



Italy 

Technical Support +39 (0) 848-800-871 

Jamaica 

Technical Support 1-800-799-3477 

(Japan) 

7- 1> =■ h (Technical Support) *' 0570-000-51 1 

Not available internationally. 

Korea 

Technical Support +82 (2) 3270-0700 

Luxembourg 

Technical Support 

French 900 40 006 

German 900 40 007 

Malaysia 

Technical Support (toll free) +1800-805-405 

Mexico 

Technical Support (toll free) +1800-805-405 

(local calls) 52-58-4531 

Netherlands 

Technical Support 0900 2020 165 

New Zealand 

Technical Support +64 (9) 356-6640 

Nicaragua 

Technical Support 147:877-219-8671 

(Espanol 164+) 1-800-711-2884 

(Ingles 174+) 1-800-711-2884 

Norway 

Technical Support +47-810-62070 

Panama 

Technical Support 001-800-1 1 1-9642 
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Paraguay 

Technical Support Apoyo Tecnico 



+54-11-4708-1600 



Peru 

Technical Support 



(toll free) 0-800- 12828 
..(local calls) 21 1-2828 



Philippines 

Technical Support 



+63 (2) 867-3551 



Portugal 

Technical Support 



+351 (0) 808 201 492 



Puerto Rico 

Technical Support 



1 800 OK COMPAQ 



St. Kitts and Nevis 

Technical Support 



1-800-799-3477 



St. Vincent 

Technical Support 1-800-799-3477 

Saudi Arabia 

Technical Support 80-089-714-440 

Singapore 

Technical Support +65-6272-5300 

South Africa 

Technical Support 086-000-1030 

Spain 

Technical Support +34 (0) 902-010-059 

Suriname 

Technical Support 800- 1 2-257 

Sweden 

Technical Support, Teknisk support +46 (0) 77-120-4765 

Taiwan 

Technical Support +886 (2) 2717-0055 



0800-010-055 
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Thailand 

Technical Support +66 (2) 353-9000 

Trinidad and Tobago 

Technical Support 1-800-799-3477 

United Arab Emirates 

Technical Support 971-4-883-8454 

United Kingdom 

Technical Support +44 (0) 870-010-4320 

United States 

Technical Support (For continuous quality improvement, 
calls may be monitored.) 1-800-OK COMPAQ 

Uruguay 

Technical Support Apoyo Tecnico +54-11-4708-1600 

Venezuela 

Technical Support (local calls)58-212-955-3800 

Vietnam 

Technical Support +84-8-823-4530 
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